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Filer Information 

Name: David Charles Langlinais 

Status: Congressional Candidate 

State/District: LA03 

Filing Information 

Filing Type: Candidate Report 

Filing Year: 2018 

Filing Date: 05/8/2018 

Schedule A: Assets and "Unearned" Income 

None disclosed. 


Schedule C: Earned Income 


Source 

Type 

Amount 
Current Year to 
Filing 

Amount 
Preceding Year 

NKE Enterprises 

Commission 

$12,840.64 

$49,34944 

Comments: My main Day-job is working 
who issue my weekly paychecks. 

as an independent contractor, as a freight transportation agent. NKE is my home agency, and they're 

Macro Inc 

Commission 

$18,735.00 

$44,955-00 


Comments: In my capacity as a freight transportation agent, I helped Macro with a special project to send drivers down to Puerto Rico for 
disaster relief. I ended up sending them 52 drivers to contract directly under their MC Authority, and received a commission from them for my 
work. Project lasted a little over three months, though not all drivers remained on the project for the entire duration. 


Schedule D: Liabilities 

None disclosed. 


Schedule E: Positions 

None disclosed. 


Schedule F: Agreements 





None disclosed. 


Schedule J: Compensation in Excess of $5,000 Paid by One Source 

None disclosed. 


Exclusions of Spouse, Dependent, or Trust Information 


Trusts: Details regarding "Qualified Blind Trusts" approved by the Committee on Ethics and certain other "excepted trusts" need not 
be disclosed. Have you excluded from this report details of such a trust benefiting you, your spouse, or dependent child? 

r Yes No 

Exemption: Have you excluded from this report any other assets, "unearned" income, transactions, or liabilities of a spouse or 
dependent child because they meet all three tests for exemption? 

Yes No 


Comments 

Additionally I run a side-business of metal-working, but it's been inactive since January of 2017, due to the total-loss of workshop and 
equipment in a fire. Still in the process of rebuilding. In previous years I've reported this as an additional source of modest revenue, 
but for all of 2017 up to the present, there've been no earnings to report, so it did not meet the $200 minimum required under 
Schedule C. 


Certification and Signature 

F I CERTIFY that the statements I have made on the attached Financial Disclosure Report are true, complete, and correct to the 
best of my knowledge and belief. 

Digitally Signed: David Charles Langlinais , 05/8/2018 


